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Health  Department, 
Council  Offices , 
WIG-TON  o 


To  the  Chairman  and  Members  of  the 
Rural  District  Council  of  Wigton. 


June,  1952  . 


Mr o  Chairman,  indies  and  Gentlemen, 

I  beg  to  submit  my  Annual  Report  for  the  year  1951. 

The  Registrar-General  estimates  the  population  of  23,760  for 
mid-year  1951,  a  decrease  of  400  on  the  previous  year «  The  1951 
census  population  of  23,733  is  an  increase  of  1,675  on  the  1931 
census  figures  . 

The  Birth  Rate  at  16c 9  Is  slightly  lower  than  the  1950  Rate  of 
17.09  but  compares  favourably  with  the  Birth  Rate  for  England  and 
Wales  which  is  15.5  for  the  year  1951 » 

The  Death  Rate  of  13.47  Is  higher  than  that  recorded  in  1950 
which  was  11.26.  The  Death  Rate  for  the  County  as  a  whole  is 
12.5  and  for  the  Rural  Districts  of  Cumberland  13.1. 

The  Infantile  Mortality  Rate  of  37.31  Is  higher  than  the  1950 
figure  of  24.21  which  was  the  lowest  ever  recorded.  The  Infantile 
Mortality  Rate  for  England  and  Wales  is  29.6. 

The  Maternal  Mortality  Rate  was  again  nil. 

There  was  no  epidemic  of  infectious  disease  during  the  year. 

It  is  a  pleasure  to  report  that  this  area  was  free  from  Diphtheria 
for  the  third  successive  year.  The  fall  in  the  number  of 'deaths 
from  Tuberculosis  is  most  satisfactory. 

Housing  still  preoccupies  our  attention  and  the  long  waiting 
list  of  prospective  tenants  and  the  large  amount  of  substandard 
property  remains  a  severe  problem  for  the  future. 

The  Water  supplies  to  Wigton  Town  and  the  Eastern  Parishes  is 
still  unsatisfactory  both  in  quantity  and  quality.  It  is  hoped  that 
as  a  result  of  the  recent  Inquiry  the  Council  will  be  permitted  to 
start  on  Stage  Two  of  their  Development  Scheme  .  The  most  urgent 
sewerage  scheme  in  my  opinion  are  Wigton  and  West  Silloth  and  it  is 
hoped  that  both  will  be  dealt  with  in  the  near  future. 

I  wish  to  express  my  thanks  to  the  Chairman  and  Members  of  the 
Council  for  the  interest  they  have  taken  in  the  work  of  the  Health 
Department  and  also  to  my  colleagues  on  the  staff  for  their  loyal 

support . 


I  am, 

Mr.  Chairman,  Ladies  and  Gentlemen, 
Your  obedient  Servant, 

I.  SPEDDING  JONES 


Modical  Officer  of  Health. 
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138,620 

23,760 
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Area  of  District  in  Acres 

Registrar-General ’s  estimate  of  Resident  Population 
Population  at  Census  of  1931 
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Sum  represented  by  a  Penny  Rate 

POPUIATION; 

,oc,  Te  ^QSistrar-General?s  estimate  of  resident  population  for 
1951  ol  23,760  shows  a  decrease  of  400  on  the  previous  year. 

At  the  1951  census  it  was  recorded  that  there  were  883 
service  personnel  stationed  in  the  area. 

_  lhe  loll owing  table  gives  the  estimated  population  for  the 
last  ten  years; 


Year 


Registrar-C-eneral’s 
estimated  population; 


1942 

1943 

1944 

1945 

1946 

1947 

1948 

1949 
195  0 
1951 


23,100 
22 , 640 
22,020 
21,660 
22,260 
22,460 
22,920 
24,090 
24,160 
23,760 


Civilian  Population 

*»  "  it 


it 


it 


LIVE  BIRTHS 

Legitimate 
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DEATH  RATE  PER  1,000  OP  ESTIMATED  POPULATION  -  13.47 

Deaths  from  Puerperal  Causes  .«  nil  nil 

Deaths  from  other  Maternal  Causes  ..  nil  nil 

DEATH  RATE  PER  1,000.  (live  and  still  births)  -  nil. 

Death  Rate  of  Infants  under  one  year  of  ages- 
All  infants  per  1,000  live  births 

Legitimate  infants  per  1,000  legitimate  live  births  .. 
Illegitimate  infants  per  1,000  illegitimate  live  births 


nil 

nil 


37.31 
37  .31 
nil 


Fifteen  infants  under  one  year  of  age  died  during  1951  as 
compared  with  ten  during  the  previous  year .  Eight  of  these  infants 
died  within  forty-eight  hours  of  their  birth. 

The  following  were  the  causes  of  deaths - 
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TABLE  SHOWING  THE  VITAL  STATISTICS  FOR  ENGLAND  AND  WALES  AS 
AND  CERTAIN  GROUPS  IN  THE  COUNTY  OF  CUMBERLAND  FOR  THE  YEAR 

A  WHOLE 
1951. 

Birth 

Rate 

Crude 

Death 

Rate 

Infantile 

Mortality 

Rate 

England  and  Wales 

Administrative  County  of  Cumberland 

Urban  Districts  of  Cumberland  (including 
Boroughs  of  Workington  and  Whitehaven) 
Rural  Districts  of  C umber lnad 

RURAL  DISTRICT  OF  WIGTON 

15.5 

17.1 

17.2 
17.1 
16.9 

12.5 

13.2 

13.2 

13.1 

13.47 

29.6 

34 

32 

35 

37.31 

'  ■ 


The ^ following  table  shows  the  birth  rate,  death  rate  and  infantile 
mortality  rate  per  thousand  of  the  population  during  the  past  ten.  years 

■"  ■  '  '  ‘  '  '  '  ’  "_VI  tr-U  ,r|  '  •  '  '  ■* ■.--.i'HW  ■  '  . . .  '  ..'I  ,  ||IIM<  


Infantile 


Year 

Birth 

Rate : 

Death 

Rates 

Mortality 
Rate  s 

1942 

19.0 

11.08 

63 

1943 

19.7 

12  .8 

44 

1944 

19.3 

12  03 

44 

1945 

19.7 

12  .5 

46 

1946 

18  o  2 

12  o  2 

24  *6 

1947 

22  .3 

12  o  9 

40 

1948 

20.07 

11.86 

32.61 

1949 

18.48 

12  .13 

37.65 

195  0 

17.09 

11.29 

24  .21 

1951 

16.90 

13.47 

37  .31 

MATERNAL  MORTALITY. 

"t-  '  ‘ft"  If"  f  #li"i  nfcir  -fr  fa  n^|ft  *111^,  | 

There  were  no  deaths  from  this  cause  during  1951. 

The  following  table  gives  the  maternal  mortality  rate  for  the 
last  ton  years ? 


*■***-'->■ - E—  - - - - 

Year 

- * - - -  •”  111  - - *T+* - - 

No.  of  births 
(live  oc  still)  s 

lA*+i  ■  ,  ,  .  »■  m  ■  - - fr,  y*,  ,  ->tT  „t  -  fr--  r 

Deaths  t 

.  ■■  .»  ,r.,.  Ml  I,,...,  '1  'V'l  i'm  • 

Maternal  Mortality 

Rate  per  1*000  live 
and  still  births s 

1942 
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i 

2  .19 
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r? 

O 

6.52 

1944 

440 
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nil 

1945 

437 
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2  ,28 

1946 

421 

i 

2.37 

1947 

515 

nil 

nil 

1948 

477 

nil 

nil 

1949 

433 

2 

4.61 

1950 

423 

nil 

nil 

1951 

414 

nil 

nil 

• 

- - - — - • — - * - — - 
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WATER o 


I  am  indebted  to  Mr ♦  J.R.  Watters,  the  Water  Engineer,  for 
furnishing  the  following  reports- 

uMy  survey  of  the  water  supply  schemes  covering  the  Rural 
District  differs  very  little  from  that  of  the  previous  five 
years,  except  in  one  important  aspect. 

Considerable  progress  has  been  made  during  the  year  in  the 
building  of  new  houses  and  in  the  expansion  of  agricultural  and 
food  producing  interests ,  all  of  wh ich  is  placing  an  increasing 
burden  of  demand  upon  water  resources  which  were  already  deficient 
both  in  quantity  and  quality. 

Unfortunately,  I  am  still  unable  to  report  any  progress  on  the 
Council *s  proposal  for  obtaining  new  and  better  sources  of  supply 
and  for  the  augmentation  of  the  distribution  system,  all  of  which 
is  designed  to  provide  an  ample  supply  of  controlled  quality  water 
throughout  the  district  . 

The  adverse  effect  of  the  above  circumstances  has  been 
cushioned  to  some  extent  by  the  fact  that  the  year  1951  was  an 
abnormally  wet  year,  the  recorded  rainfall  being  ten  inches 
above  average,  but  the  fact  remains,  that  the  steady  progression 
of  new  demand  year  by  year,  on  schemes  which  were  already  deficient 
in  quantity  ten  years  ago,  must  lead  to  a  serious  position  in  any 
dry  weather  period. 

The  foregoing  remarks  refer  chiefly  to  quantity  but  I  have 
also  to  remind  you  that  approximately  half  the  quantity  of  water 
supplied  in  the  district  is  from  sources  which  are  not  only  sub¬ 
standard  in  quality,  but  which,  in  my  view,  must  be  regarded  as 
being  frequently  positively  dangerous  . 

When  it  is  considered  that  some  of  the  sources  are  capable  cf 
producing  water  having  a  coliform  organism  content  of  as  high  as 
90  per  100  ml,  it  will  be  obvious  that  such  sources  are  open  to 
the  reception  of  matter  which  may  produce  serious  consequences  in 
the  shape  of  water-borne  disease  . 

A  disturbing  feature  of  these  defective  sources  is,  that, 
owing  to  their  nature,  they  cannot  be  adequately  protected  by  any 
known  method  of  treatment  at  a  reasonable  cost,  nor  is  any 
alternative  supply  available  if  an  emergency  should  arise  by  the 
influx  of  dangerous  organisms  at  the  springs  which  supply  the 
higher  altitude  districts  . 

The  remedy  for  this  unhappy  position  lies  in  the  new  proposals 
advanced  by  the  Council  v/hich  still  await  approval,  and  one  can 
only  hope  that  the  remedy  may  not  be  too  late  in  its  application, 
to  avoid  the  consequences  of  dangers  v/hich  are  inherent  in  the 
worst  of  these  unsatisfactory  sources. 


SCHEDULE  CP  PARISH  WATER  SUPPLIES 


YEAR  195  X. 


- t  M  -  > 

Parish 

Dwelling 
Houses 
Exist  ing 

Populate  on 
Estimated 

Dwelling 

Houses 

Supplied 

Population 

Supplied 

Aspatria 

• . 

989 

3,462 

938 

3,458 

Allhallows » o 

o  o 

207 

725 

204 

714 

Allonb3r 

o  $ 

200 

700 

199 

696 

Aikton 

*  * 

133 

466 

128 

448 

Boltons 

0  c 

186 

651 

158 

553 

Bromf ield  „  . 

0  0 

181 

663 

159 

591 

Bowness 

0  c 

309 

1,032 

300 

1,050 

Caldbeck 

0 

241 

344 

156 

546 

D undr aw 

© 

51 

178 

50 

175 

Holme  St «  Cuthbert 

152 

532 

150 

525 

Holme  Abbey 

0  0 

223 

780 

218 

763 

Holme  East  Waver 

O  0 

91 

318 

87 

304 

Holme  Low  *  „ 

0  o 

115 

403 

114 

399 

Hayton 

0  0 

65 

227 

64 

224 

Ireby 

0  0 

171 

598 

124 

434 

Kirkbride  . , « 

0  c 

134 

469 

132 

462 

Kirkbampton 

c  a 

89 

312 

80 

280 

Silloth 

0  c 

946 

3,311 

946 

3,311 

Sebergham  » . 

0  o 

111 

388 

96 

336 

Thursby 

0 

238 

833 

235 

823 

Tor  pen  how  * . 

&  0 

175 

612 

164 

574 

Wigton 

q  a 

1,262 

4,417 

1,260 

4,410 

Waver ton 

*  0 

105 

367 

93 

326 

Westward 

.  0 

222 

777 

182 

637 

Woods ide 

0  0 

170 

595 

161 

564 

Westnewton . « 

O  0 

75 

263 

74 

259 

Totals  - 

6,841 

23,943 

6, 532 

22,862 

Apart  from 

the 

Parish  of 

Wigton,  supplies  are  taker 

i  direct  into 

the  houses  except  for  a  small  number  of  outside  standpipes  serving 
not  more  than  two  houses,  where  the  lay-out  of  the  property  Is  not 
suitable  for  indoor  water  supply » 

In  the  town  of  Wigton,  chiefly  amongst  the  older  houses,  a 
number  of  standpipes  exist  in  area  yards,  serving  several  houses. 

These  cases  are  being  gradually  eliminated  as  opportunity 
affords,  where  the  property  is  being  modernised,  and  as  sub-standard 
property  is  eliminated  under  re-housing  schemes. 


(sgd.)  J.  R  .  WATTERS  . 


u 


I  am  instructed  by  the  Ministry  of  Health  to  report  the  findings 
of  water  analysis  carried  out  during  the  year  by  Mr .  Stock,  the  County 
Analyst,  These  are  as  follows 


“Sample  Ho .  1 
25th •  June,  1951. 

. «»-■  .'in  »«.'  >  ■■■>'  1  ■  '>!■»■  ’**»+  11  ‘  i.  11  *■  1  ■  " 

Number  of  colonies  on  Nutrient  Agar 
@  37  deg.  Co  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
©  20/22  deg.  C,  after  72  hours 
Presumptive  33.  Coli  Test  @  37  deg, 

C  .  after  72  hours . 

Clostridium  Welchii  test  @  44  deg,  C» 


Aspatria  and  Silloth  Supply 
Raw  Water 


0  per  ml. 

3  in  2  ml . 

Positive  in  20  ml. 
Negative 


Although  the  probable  number  of  Coliform  organisms  per  100  ml.  -of 
sample  is  of  the  order  of  16,  this  is  not  an  unusual  circumstance 
since  there  is  no  evidence  of  pollution  by  sewage  or  other  un-* 
desirable  drainage  connected  with  sewage. 

After  treatment  the  supply  represented  by  this  sample  should  be 
of  perfectly  satisfactory  quality  for  human  consumption. 


“Sample  No.  2.  Aspatria  and  Silloth  Supply 

25th.  June,  1951.  Filtered  Treated  Water  . 


Number  of  colonies  on  Nutrient  Agar 
©  37  deg.  C.  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
@  20/22  deg.  C.  after  72  hours 
Presumptive  B.  Coli  Test  ©  37  deg. 

C.  after  72  hours 

Clostridium  Welchii  test  ©  44  deg.  C« 


0  per  ml . 


0  per  ml  • 


Negative  in  100  ml. 
lie  gat  ive  . 


The  sample  affords  no  evidence  of  contamination  by  any  form  of 
undesirable  drainage,  and  as  it  is  of  a  very  high  order  of 
bacterial  purity*  it  is  of  good  and  wholesome  quality  for  human 
consumption . 


Sample  No •  3 
25th.  June,  1951. 


Number  of  colonies  on  Nutirent  Agar 
@  37  deg.  C.  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
@  20/22  deg.  C«  after  72  hours 
Presumptive  B.  Coli  Test  ©  37  deg. 

C  o  after  72  hours 


The  sample  affords  no  evidence  of 
undesirable  drainage  and  as  it'  is 


Ireby 
Raw  Water 


.  .  0  per  ml . 

• .  0  per  ml . 

.0  Negative  in  100  ml. 

Negative. 

pollution  by  any  form  of 

of  a  very  high  order  of  bacterial 


ourlty,  it  is  of  good  and  wholesome  quality  for  human  consumption. 


'Sample  No.  4, 
25th.  June,  1951. 


Caldbeck 
Raw  Water . 


Number  of  colonies  on  Nutrient  Agar 
©  37  deg.  C.  after  72  hows 
Number  of  colonies  on  Nutrient  Agar 
©  20/22  deg.  C.  after  72  hours 
Presumptive  B.  Coli  Test  ©  37  dev. 
C.  after  72  hours 


9  0 


O  0 


1  in  2  ml. 
1  per  ml. 


tt  » 


o  a 


Clostridium  Welchii  test  ©  44  derp  f 
in  40  ml.,  after  48  hours  ~ 


Negative  in  90  ml.  ) 
Positive  in  100  ml.  ) 


o  o 


Negative  * 


ordef  of  Nr  G?llf°ri?  orSamsms  in  this  sample  is  of  the 

ri-iwi  1  1  per  T0  of  saiWPl©>  and  for  a  sample  which  is  des- 

nf  6r  13  ?f  a  hiSh  order  of  organic  purity  and 

good  ana  wholesome  quality  for  human  consumption. 


“Sample  No .  5 . 

25th.  June,  1951 


Hesket 
Raw  Water 


Number  of  colonies  on  Nutrient  Agar 
©  o7  deg  *  C  •  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
©  20/2e  deg »  G  a  after  72  hours 
Presumptive  B*  Coli  Test  ©  37  do ^ *  c 
after  72  hours  ° 

Clostridium  Welchii  Test  ©  44  deg .  C 
in  40  ml*,  after  48  hours 


*  o 


o  o 


a  o 


o  « 


•  o 


7  in  2  ml. 

t 

8  per  Kilo 
Positive  in  3  ml 
Negat  ive 


WtlBUfhthe^pr0WbP  lmmber  of  coliform  organisms  in  this  sample 

taminati  on°h 'e:r  °c  "  °  pe^  this  appears  to  be  due  to  con- 

tridiN  aS  there  is  no  evidence  from  the  Clos- 

mivht  bofsSN  kf  Nthe  presenGe  of  intestinal  organisms  which 
k  associated  with  sewage  or  other  foul  drainage. 

satisfakkamPjfi  tN  aascribed  as  being  one  of  raw  water  it  will  be  o' 
satisfactory  quality  for  human  comsumption  after  suitable  treatment. 


"Sample  No .  6 . 


2nd.  July,  1951 


T  own  t  h wa  it  e  S  upp  ly 
Raw  Water  o 


Number  of  colonies  on  Nutrient  Agar 
©  o 7  deg  o  0  o  after  72  hours 
Number  ox  colonies  on  Nutrient  Agar 
@  20/22  deg ,  C  e  after  72  hours 
Presumptive  B*  Coli  Test  ©  37  deg*  0 
after  72  hours 

Clostridium  Welchii  test  @  44  deg*  C 


O  o 


€J  O 


3  in  2  ml. 

6  per  ml. 

Positive  in  2  ml. 


in  40  mi.,  after  48  hours 


•  * 


•CO 


Negative 


snbiopfTi  XS  rePre  tentative  of  an  untreated  water  which  is  not 

PB  JfQto  Sroas  P°Butlon>  but  which  does  afford  evidence  of 

ner  SJ  !?°9  Colgorm  organisms  of  the  probable  nimiber  of  50 
per  j-uu  mm*  oi  sample* 

•£  the  suPP1y  represented  by  this  sample  will 

o  and  wholesome  quality  for  human  comsumption# 


",T Sample  No  •  7  •  T  o  wn  t hwa i t  e  S upp ly 

2nd  *  July,,  1951*  after  chlorination . 

Number  of  colonies  on  Nutrient  Agar 
©  37  dog.  Co  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
@  20/22  deg.  C.  after  72  hours 

Presumptive  B.  Coli  Test  ©  37  deg.  C. 
after  72  hours  » . 

Clostridium  V/olchii  tost  ©  44  deg.  C. 
in  40  ml.,  after  48  hours  «•  •• 

Residual  Chlorino  •» 

The  sample  is  of  a  high  order  of  a  bacterial  purity  and  affords  no 
evidence  of  contamination  by  any  undesirable  form  of  drainage, 
consequently  it  is  of  good  and  wholesome  quality  for  human 
consumption „ 


2  per  ml. 

6  per  ml . 

Negative  in  100  ml. 

Negative 
None  o 


- 4.  _ _  _ _ _ 

“Sample  No  .  8  . 

2nd o  July,  1951. 


Number  of  colonies  on  Nutrient  Agar 
@  37  deg.  C .  after  72  hours 
Number  of  colonies  on  Nutrient  Agar 
@  20/22  d’eg.  C.  after  72  hours 
Presumptive  B .  Coli  Test  ©  37  deg.  C, 
after  72  hours  0  . . 

Clostridium  Welch!!  test  ©  44  deg.  C. 
in  40  ml.,  after  48  hours  .. 


Wigton  Town  Supply 
Untreated. . 

1  in  2  ml  a  I 

5  per  ml . 

Positive  in  10  ml. 

1  small  colony  in  40  m‘ 


This  sample  affords  evidence  of  contamination  by  surface  drainage, 
as  indicated  by  the  fact  that  the  probable  number  of  coliform 
organisms  is  of  the  order  of  16  per  100  ml.  of  sample,  and  that 
there  is  one  small  colony  in  the  Clostridium  Welchii  Test,  but 
this  is  consistent  with  an  untreated,  or  raw,  water  after  suit¬ 
able  treatment  no  objection  could  be  taken  to  the  use  of  the  supply, 
as  represented  by  this  sample,  for  human  comsumpt  ion . 


“Sample  No.  9.  Greenfoot  Supply 

^nd .  July,  1951 .  Raw  Water. 


Number  of  colonies  on  Nutrient  Agar 
@  37  deg .  C  »  after  72  hours 


Number  of  colonies  on  Nutrient  Agar 
©  20/22  deg.  C,  after  72  hours 
Presumptive  B.  Coli  Test  ©  37  deer.  C 
after  72  hours  • •  0  , 

Clostridium  Welchii  test  ©  44  deg  .  C 
in  40  ml.,  after  48  hours 


3  per  ml . 

11  per  ml . 

Positive  in  20  ml. 


Negative 


no  evidence  of  direct  pollution  by  drainage 


This  sample  affords  _  uy  uruxn 

associated  with  sewage  or  other  undesirable  sources,  but  the 
probable  number  of  coliform  organisms  is  of  the  ord.er  of  160 
per  100  ml.  of  sample , ^ indicating  contamination  by  surface  drain- 
ago,  a  circumstance  which  is  consistent  with  an  untreated  water. 
Alter  proper  treatment,  the  supply  should  afford  a  good  and 
wholesome  water  suitable  for  all  domestic  purposes. 


“Sample  No.  10 

2nd.  July,  1951. 

"TfPry-*>~'  rt>-'  %  -  Ij'-TIT  »  1  "■"  "  ■■■**■—■>*■  'H .<  ill  i. 

Number  of  colonies  on  Nutrient  Agar 
@  37  deg .  C  .  after  72  hours  . . 

Number  of  colonies  on  Nutrient  Agar 
@  20/22  deg.  G.' after  72  hours 
Presumptive  B.  Coli  Test  ©  37  deg.  C. 
after  72  hours  ..  .. 

Clostridium  Welchii  test  @  44  deg.  C. 
in  40  ml.,  after  48  hours.  .. 

Residual  Chlorfine 


■  .  ■»■»•.  1*1  !  ,,  . 

Greonf oot  Supply 
after  chlorination 

. .  ■  m-m  . .  >»»■>! 

1  per  ml, 

3  in  2  ml* 

Negative  in  100  ml* 

Negative . 

None  . 


This  sample  is  of  a  very  high  order  of  bacterial  purity  and  it  is  of 
good  and  wholesome  quality  for  human  consumption  since  there  is  no 
evidence  of  any  contamination  by  drainage  of  unsatisfactory  character* 
The  chlorination  of  this  supply,  when  the  results  are  compared  with 
sample  No *9  (Greenfoot  Supply  ~  Raw  Water)  shows  that  the  chlor¬ 
ination  is  being  very  efficiently  conducted  0st 


DRAINAGE  AND  SEWERAGE 

Wigton  Trade  Sewers  By  the  end  of  the  year  work  on  this  contract 
was  completed,  the  work  having  been  carried  out  ahead  of  schedule* 

Wigton  Town  Sewerage  Works  s  These  works  are  in  a  deplorable  state 
and  have  ceased  to  function  in  the  manner  in  which  they,  were  intended* 
The  effluent  is  very  septic  and  objectionable  and  a  constant  source 
of  pollution  to  the  nearby  water  courses  and  ultimately  to  the  river 
Waver  itself.  The  scheme  for  new  works  is  in  the  hands  of  the 
Ministry. 

Greenrow^ Sewage  Pumping  Station,  ^illoths  Since  the  new  houses  have 
been  built  at  West  Silloth  the  position  has  been  aggravated  here* 

The  ejectors  are  severely  over  worked  and  unable  to  cope  with  the 
flow  of ^ sewage  plus  the  infiltration  of  surface  water  into  the  system* 
The  position  is  serious  and  at  the  moment  is  being  investigated  by 
the  Consulting  Engineers  with  a  view  to  suggesting  a  remedy. 

Kirkbarnpton  and  Little bampton  Sewerage  Schemes?  "Work  on  these  two 
schemes  was  virtually  completed  at  the  end  of  the  year  and  connections 
are  now  being  made  to  the  properties  . 

Drumburgh  and  Glasson  Sewerage  Schemes i  These  schemes  had  not  been 
started  by  the  end  of  the  year. 

Aspatria  Sev/erage  Schemes  The  extension  and  improvements  to  this  scheme 
were  almost  completed  at  the  end  of  the  year  although  an  unfortunate 
extension  of  the  work  was  necessary  in  order  that  certain  reinstatements 
might  be  carried  out. 


Waverton  and  Oulton  Sewerage  Schemes s  No  approval  has  yet  been  obtained 
to  these  two  schemes*  The  present  drainage  system  of  Oulton  village  is 
most  primitive  and  in  one  part  a  ditch  carrying  sewage  runs  in  front  of 
houses*  This  state  of  affairs  Is  a  definite  nuisance  and  may  be  injur¬ 
ious  to  health.  For  this  reason  I  think  the  Oulton  scheme  is  one  that 
should  have  priority  • 


SCHOOLS  o 


All  schools  in  the  area  were  inspected  during  the  year. 

Wigton  Secondary  Modern  Schools  This  school  was  completed  during 
1951  and  has  a  school  roll  of  approximately  350* 

Newton  Arlosh  Schools  The  installation  of  water  borne  sanitation 
and  cloak  room  improvements  have  been  completed* 

Aspatria  Schools?  The  work  on  the  central  heating  was  completed 
in  February,  1951,  and  the  scheme  of  improvements  including  a  now 
corridor  were  completed  by  March,  1951  * 

Wigton  Nelson-Thomlinson  Schools  Lavatory  and  sanitary  adaptions 
consequent  upon  the  amalgamation  were  completed  in  November,  1951 

?/iggonby  Schools  The  installation  of  v/ater  borne  sanitation  at 
this  school  was  completed  in  1951. 

The  following  fifteen  schools  were  still  without  water  borne 
sanitation  at  the  end  of  the  years- 

Hesket- new- Market 
Caldbeck 
Aid  oth 
Biglands 
Blencogo 
Boltons 
Bromf  ield 
F ingland . 

The  County  Architect  has.  schemes  out  for  the  modernisation  of 
sanitation  at  Hesket-new-Mar ket  and  Fingland  Schools  and  it  is 
hoped  the  work  will  be  completed  in  1952. 


Hayton 

Holme  St©  Cuthberts 

Kirkbampt  on 

Oulton 

Waver br idge 

Westward 

Drumburgh 


I^TUTR IT  1  PIT  OF.  SCHOOL  CHILDREN? 

The  general  condition  of  school  children  in  the  area  remains 
satisfactory , 

Of  the  children  examined  during  the  year  45*06$  were  found  to  be 
above  average  nutrition*  54,61$  were  found  to  have  normal  nutrition* 
and  00,33$  were  found  to  be  below  normal  nutrition, 

SCHOOL  MEALS  SERVICE  AHD  MILK  IN  SCHOOLS i 

All  schools  in  the  Wigton  Rural  District  Council’s  area' with  the 
exception  of  Holme  St,  Cuthborts*  Kirkbampton  and  Sebergham  received 
supplies  of  milk  under  the  Milk  in  Schools  Scheme  during  the  year. 

Out  of  an  estimated  total  school  population  of  3*400*  2*259  children 
took  milk  on  a  check  day  in  October,  1951. 

At  the  end  of  the  year  all  schools  in  the  area  with  the  exception 
of  Blencogo  and  Blennerhasset  were  supplied  with  school  dinners  and 
approximately  2*435  children  were  taking  meals. 

The  following  major  improvements  in  the  canteen  service  were  carried 
out  during  the  year. 

The  standard  40  meal  kitchen  and  diningroom  were  put  into  use 
at  Waverton,  Torpenhow*  Ireby*  Allonby  and  Westnewton  Schools,  Dining 
centres  wore  opened  to  serve  Caldbeck*  Newt  on  Arlosh*  Oulton*  Uldale* 
Hayton  and  Ping land  Schools ,  A  diningroom  in  the  Secondary  Modern 
School  at  Wigton  was  opened  during  the  year  but  this  did  not  represent 
any  extension  in  the  serving  of  dinners  since  children  attending  the 
school  had  previously  been  served  with  a  mid-day  meal  at  alternative 
premises  , 


SWIMMING  BATH? 

The  Wigton  swimming  bath  owned  by  the  Cumberland  County  Council  has 
been  extensively  used  during  the  year.  The  scheme  for  Improved  sanit¬ 
ation  has  been  passed,  by  the  County  Council  and  It  is  hoped  that  the 
work  will  be  done  shortly, 

POOD  POISONINGS 

tomtlr.lUlMdl  u+rtrUr 

There  was  one  Incident  of  food  poisoning  during  1951,  It  involved 
the  members  of  one  household  and  those  affected  were  Ill  for  approxim¬ 
ately  fortyeight  hours.  They  had  all  partaken  of  tinned  ham-  and  It 
was  afterwards  established  that  they  were  poisoned  by  staphylococcal 
toxins.  It  is  possible  that  the  tin. was  infected  with  staphylococci 
after  it  had  been  opened  as  other  tins  from  the  same  batch  which  were 
examined  were  found  to  be  sterile.  As  a  precautionary  measure  the 
sale  of  this  particular  brand  of  meat  was  stopped  Immediately  I  became 
aware  of  the  poisoning  and  remained  so  until  I  had  the  bacteriologist’s 
report  to  say  the  remaining  stock  was  safe  for  human  consumption. 


NATIONAL  ASSISTANCE  ACT,  1940  ~  SECTION  47; 

NATIONAL  ASSISTANCE  (AMENDMENT )  ACT,  1951s 

fc.  .»  - *-  » — » i  »■'  »  — .  fc  i  m  -  *— *-»  »-  »*-» — * -»• 

Ono  case  was  dealt  with  during  the  year  under  this  Act  .  An 
old  man  aged  90  living  alone  and  unable  to  look  after  himself 
owing  to  advanced  age  and  living  under  insanitary  conditions  with 
no  known  relatives  to  help  him  and  possible  risk  of  fire  was 
reported  by  me  to  the  Council. 

At  first  he  refused  to  be  moved  to  a  place  of  safety  but  on 
a  certificate  signed  by  his  own  doctor  and  myself  a  magistrate’s 
order  was  obtained  and  the  man  removed  to  Highfield  House 
Hospital*  Wigton.  The  patient  received  excellent  treatment  at 
this  hospital  and  appreciated  the  comfort  so  there  was  no 
necessity  to  take  the  case  to  court  for  a  court  order  for  his 
retention » 


The  man  died  four  months  later  in  hospital. 
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The  following  table  gives  the  allocation  of  houses  granted  by 
the  Ministry  during  the  past  six  years s- 


1946 

1947 

1948 

1949 

1950 

1951  ' 

Total 

Council 

112 

72 

52 

90 

104 

113 

548 

Private 

9 

3 

10 

11 

12 

45 

T  ot  a  Is  ^ 

112 

SI 

. .  ■  ■■ 

55 

100 

‘  -  . 

115 

130 

593 

3  UB~ ST A  NDARD  PRO  PERT Y  2 


The  following  properties  were  dealt 


with  during  the  years- 


Two  Pious es  in  Silver  Ro w, 
Polly  Cottage ,  Crofton 


tnewt on 


Clos  ed  o 

Closed  with  consent 
of  the  owner . 


No.  2  Crookey,  Aspatria 
37/41,,  King  Street ,  Aspatria 

Ivy  Cottage ,  Baggrow 


Improved . 

Back-to-back  property 
made  into  one  ?throughf 
house  complete  with 
bathroom . 

Repaired  and  incorporated 
with  adjoining  house. 


Parts  of  Nos.  21  and  23,  New  Street,  Wigton  and  Ivy  Cottage, 
Gamelsby,  were  the  subject  of  Closing  Orders.  In  the  case  of  the 
former  two  rendering  the  houses  uninhabitable  and  in  the  latter  only 
that  portion  directly  affected . 

demolition  Orders  we  re  made  by  the  Council  in  respect  of  the 
following  houses s- 


12,  Queen  Street,  Aspatria;; 

16,  17,  13  and  19,  North  Street,  Pletchertown . 


A  cottage  at  Biglands  owned  by  Mr.  Prescott  was  found  to  be  unfit 
for  human  habitation  and  an  Undertaking  was  given  by  the  owner  that 
it  would  not  be  used  again  as  a  dwellinghouse .  However  the  problem 
solved  itself  as  the  house  fell  down  before  the  Prescotts  could  be 
re- housed , 


The  following  comparative  table  shows  the  position  regarding  over 
crowding  throughout  the  areas- 


- - 110  1,1 - — - . .  '"■)  . . . .  - - . .  ,,  _ _  _  , 

1947 

1948 

1949 

1950 

1951 

Number  of  dwellings  overcrowded  at  the 
end  of  the  year 

85 

84 

53 

45 

58 

Number  of  new  cases  of  overcrowding 
reported  during  the  year 

28 

20 

13 

8 

27 

limber  of  cases  of  overcrowding  relieved 
during  the  wear 

33 

21 

44 

16 

14 

It  would  appear  from  this  table  that  tl 

ae  number 

of 

over or 

-  —  — ' 

owded 

families  lias  increased  but  this  is  not  necessarily  so.  Investigations 
Into  the  circumstances  of  applicants  for  Council  houses  at  Wigton  has 
revealed  cases  of  overcrowding  not  previously  known  to  the  department* 
although  those  cases  may  have  been  in  existence  for  some  time  o 

Of  the  108  houses  completed  by  the  Council  during  1951  only  five 
were  allocated  to  families,  living  under  overcrowded  conditions •  I 
think  this  Is  a  regrettable **•  position  and  one  which  should  engage  the 
attention  of  the  committee  at  future  lettings  « 

EX-R.A.F.  SITES  *  SILLOTEh 

oNo«  l^Sites  The  fortyone  dwellings  on  this  site  continue  to 
provide  fairly  satisfactory  temporary  dwellings  * 

Eos  *  2*  3*  4  and  5  Sites  %  During  the  year  fifteen  families  were 
rehoused  from  these  sites  and  five  families  terminated  their  tenancies* 

I  sincerely  hope  the  Council  will  rehouse  the  eighteen  remaining  tenants 
in  the  houses  under  construction  in  Silloth  as  It  would  be  most  regrett** 
able  to  leave  these  families  in  their  present  accommodation  for  another 
winter  0 

It  is  a  pleasure  to  record  that  No*  2  Site*  which  was  undoubtedly 
the  worst*  is  now  derelict  * 

MEAT  INSPECTION  s 

E igt  on  ^  Aba  1 1  oir  %  T  he  min  or  impr ovemen  t  s  prom Is  ed  by  t  he  M in is  t r y 
of  Pood  officials  were  put  into  effect  during" the  year /This  abattoir 
is  badly  situated  being  in  very  close  proximity  to  dwellinghouses  and 
having  a  very  bad  access*  but  I  doubt  nothing  can  be  done  to  Improve 
matters  short  of  building  a  new  abattoir  on  a  fresh  site*  This" of 
course  will  be  a  matter  for  the  Ministry  of  Pood* 

,  Particulars  of  the  work  carried  out  at  the  abattoir  will  be  found 
m  the  Chief  Sanitary  Inspector's  Report* 


MILK  SUPPLYs 

There  were  no  new  registrations  of  premises  for  the  storage  and 
distribution  of  milk. 


During  the  year  207  samples  were  submitted  to  the  Cumberland 
Pathological  Laboratory  for  biological  examination-  with  one  positive 
result  «  The  affected  animal  was  immediately  slaughtered  under  the 


Tuberculosis  Regulations  and  a  sample  from  the  remaining  cattle  in 
this  herd  was  proved  non-tuber cular * 


ICE  OREAM  (HEAT  TREATMENT )  REGULATIONS,  1947s 


The  following  table 
as  compared  with  those  of 

gives  res 
previous 

ults  of  s 
years  s - 

ample s  taken 

during  1951 

1949 

1950 

*i..  i  • 

1951 

Grado  1  (Good) 

«  0 

4 

24 

55 

Grade  2  (Fair) 

0  c 

6 

13 

3 

Grade  3  (Poor) 

a  c 

9 

8 

2 

Grade  4  (Very  poor) 

0  0 

7 

7 

6 

The  Itinerant  vendors  from  within  the  Councils  administrative 
area  have  their  vehicles  very  well  equipped,  all  having  hot  water  on 
tap  and  washing  facilities  provided.  This  is  most  noticeable  when 
one  sees  some  of  the  vehicles  plying  in  our  district  from  outside  the 


TUBERCULOSIS  s 

— u.<  ■> >ijnii,A  t<i*fc.n  *  «dr>.r-4»in<» 

The  following  table  gives  particulars  of  cases  notified  and  of  the 
deaths  during  1951s ~ 


New  Ce 


u..» 


es 


Deaths 


0—  1 
1-5 
5-15 
15-25 
25-35 
3  5  “45 
45-55 


O  o 


o  o 

O  0 

0  o 

0  o 


o 

0  « 


C  0 

«  c 

0  0 


55-65  ,o 
65  and.  upwards 


Respiratory 


Non- 

Respiratory 

M  .  P . 


Non- 

R e  spirat ory  Respiratory 
Mo  Fo  M.  F. 

. -t  ■  ■  ■'*-  ■  ;>»■■■—  i»'*-  '■■.t 


n 

i 


ft--* 


*»•« 


i 

2  1 

2  2 

2  2 


1 

1 


*RJ» 

•wr 


1 


•«* 

i* 

** 

M 


3 

2 


1 

1 


r-l 


to** 


to* 


2 


1 


Ml 


Totals  %  11  9 

1  1 

2  2 

*zm  M 

The  following  table  gives 

the  number 

01 

cases  on  the 

Tuberculosis 

Register  at  the  end  of  1951? 

*-I— -r.  i  - \  - .  M  ij  •'*‘'7.-1  .  . . 

Ma  le  s 

Females 

Total 

1  %  Y  - '  -  •  ■ ,  ,i.  ■■if..—  — >«-'  ■  ■'■■■ 

Pulmonary  « • 

»  O 

44 

34 

78 

Non- Pulmonary 

&  0 

o 

o 

7 

15 

All  forms  of  Tuberculosis 

0  0 

ST 

41 

93 

■■  «.■  t,.  .^■,i  ,  ^  *■ 

Re  low  is  a  table  giving 

th 

e  number  of 

deaths  from  all 

forms  of 

tuberculosis  in  the  area  dur 

ing 

the  last  ten 

years  s - 

Year 

P  •;  1 
i  Uj, 

me nary 

Non 

- pulmonary 

Total 

M* 

Fo 

M 

TP 

o  f  o 

...  -  -  ». — —  — — ■ — ■ — > — ■  ....... — ■ r- — — — —  : * — rr — 

1942  o o 

2 

2 

3 

i 

8 

1943 

3 

4 

1 

i 

9 

1944 

2 

5 

1 

8 

1945 

2 

5 

«a» 

fHi 

7 

1946  « „ 

6 

3 

to* 

2 

11 

1947 

3 

3 

4 

1 

11 

1948  o  0 

3 

6 

M 

2 

11 

1949 

4 

5 

l 

•=** 

10 

1950 

4 

5 

1 

* m 

10 

1951 

2 

I*-  r,- 

2 

- - . - - - - -  ■ 

«n 

Ml 

4 

At  the  end  of  1950  there  were  eighty-five  cases  on  the  Tuberculosis 
Register}  twenty- two  cases  were  added  to  the  Register  during  1951,  five 
cases  were  removed  as  having  recovered,  five  cases  left  the  district  and 
there  were  four  deaths  from  tuberculosis  leaving  a  total  of  ninety-three 
cases  on  the  Tuberculosis  Register. 


POLIOMYELITIS; 

— ■  •“  ^  Tf  rr-11  --I-  -In^i  iTnf*  I  it»i  i.  -r  ->f 

There  was  one  case  of  this  disease  during  the  year  *  The 
patient  was  a  hoy  of  three  years  of  age  and  he  had  developed  paralys 
of  the  muscles  of  the  shoulder  girdle  *  He  was  first  admitted  to 
Crozier  Lodge  Hospital,  Carlisle,  and  later  transferred  to  the  Ethel 
Hedley  Hospital,  Windermere*  Fortunately  he  has  responded  to  treat¬ 
ment  and  although  there  Is  some  weakness  in  both  arms  he  is  not 
seriously  incapacitated . 

IjEHIHGOGOCGAL  meningitis  (cerebro-spihal  FEVER)  2 

1^.—  Jjra.  d.  ■  wdb-*,.  rti  r  *-.»■■!  nfi  jfrwfr-  -if if-  -j---rjr  I^~llnnlrf  rfnwjin  ,||- -i  -fri-DUfr-  -j"  --- <»|  I  !!»■■  lit  if  -  J  III 

There  were  two  cases  of  this  disease,  Loth  patients  were  adults 
and  they  made  a  complete  recovery  after  treatment  in  hospital. 

STA  PHYLOC  OC  CA  L  ME  NING  IT  IS ; 

fcvtWifr  i  -~i'^ f— •  -  w-  -f-  "ifr-  tM»t  'i  S-  i  i  n>*» 

One  infant  suffered  from  this  disease  *  Fortunately  he  made  a 
complete  recovery* 


IHFLIJEHEAL  jV!EH3^IT  IS^ 

Two  cases  of  this  disease  occurred  during  the  year*  Both 
patients  were  infants  and  unfortunately  neither  recovered* 

WHOOPIHG  COUGHS 

One  hundred  and  sixty- six  cases  of  whooping  cough  were  notified 
as  compared  with  eighty-four  the  previous  year*  There  were  no 
deaths  from  this  cause . 

SCARLET  FEVER  t  . 

r  i  ^-wm  •ri'iiii*-  i'i  tii*  ii t  Mifcwmmi  ii  <i*— it- > a 

Twenty^seven  cases  of  scarlet  fever  were  notified  as  compared 
with  twenty  in  I960*  All  were  very  mild  and  there  were  no  deaths. 

mmmx 

nineteen  cases  were  notified  and  there  were  four  deaths.  In 
1950  there  were  twenty-one  fatal  cases  of  pneumonia. 

DIPHTHERIAS 

For  the  third  successive  year  there  have  been  no  cases  of 
dipt her ia  in  the  Wigton  Rural  District. 

The  mortality  and  Incidence  of  diphtheria  continues  to  fall 
throughout  the  whole  county.  In  1951  In  England  and  Wales  deaths 
numbered  thirty-four  against  a  yearly  average  of  2,800  between 
1950  and  1940* 

The  following  figures  show  deaths  and  notifications  for  England 
and  Wales  since  1944s- 


Corrected 

Years 

Deaths  s 

Notifications 

1944 

934 

23,199 

1945 

722 

18,596 

1946 

472 

11, 986 

1947 

244 

5,609 

1948 

156 

3,575 

3.949 

84 

1,890 

1950 

49 

962 

1951 

34 

699 

It  Is  obvious  that  immunisation  has  brought  about  this  satis¬ 
factory  result  but  thero  is  a  danger  of  parents  becoming  apatheti 
and  not  having  their  children  immunised  because  the  fear  of  this 
dreadful  disease  has  now  almost  disappeared. 


The  following  table  gives  the  number  of  children  immunised 
during  the  year  in  the  Wigton  Rural  Districts- 


$  0 


Primary  Inoculation . 

Children  up  to  five  years  of  age 
Children  between  five  and  fifteen  years  of  age 
Booster  -  or  reinforced  doses  given  to  children 
vino  have  previously  been  immunised  «  , 


343 

45 


/  >70 
jt  {  kj 


0  o 


CAUSES  FOR  DEATH  FOR  1951c 


Cause 


M 


F 


Total 


1. 

2. 

3. 

4 . 

5 . 
6  . 

7. 

8. 

9c 

10  c 
11. 
12  . 

13. 

14. 

15. 

16. 

17. 

18. 

19. 

20. 
21. 
22  . 

23 . 

24. 
25  . 
26. 

27. 

28. 

29. 

30. 

31. 
32  . 

33. 

34. 
35  . 
36. 


O  © 


©  9 


*  © 


c  o 


o  o 


«  0 


Tuber oulos is  9  re  s pirat  ory 
Tuberculosis *  other 
Syphilitic  disease 
Diphtheria 
Whooping  Cough 
Meningococcal  infections 
Acute  poliomyelitis 
Mealses 

Other  infective  and  parasitic  diseases 
Malignant  neoplasm*  stomach 
Malignant  neoplasm*  lung,  bronchus 
Malignant  neoplasm *  breast 
Malignant  neoplasm*  uterus 
Other  malignant  &  lumphatic  neoplasms 
Leukaemia  a leukaemia 
Diaberes  « © 

Vascular  lesions  of  nervous  system 
Coronary  disease  *  angina 
Hypertension  with  heart  disease 
Other  heart  disease 
Other  circulatory  disease 
Influenza 
Pneumonia 
Bronchitis 

Other  diseases  of  respiratory  system 
.Ulcer  of  stomach  and  duodenum  •  « 
Gastritis*  enteritis  and  diarrhoea 
Uephritis  and  nephrosis 
Hype  r  p  la  s  ia  of  pr  os t at  e 


6  © 


©  O 


0  © 


©  0 


©  © 


o  © 


©  o 

©  o 

©  0 
9  O 

o  © 

0  9 

9  O 

o  o 


©  0 

©  9 


o  e 


0  0 


O  © 


©  t» 

4  © 

o  © 

©  © 

o  © 


0  0 


0  © 


Pr  e  gnan  cy  *  chi Idb ir t h *  abor t i on 


Congenital  malformations 
Other  defined  and  ill-defined  diseases 
Motor  vehicle  accidents 
All  other  accidents 
Suicide 

Homioide  and  operations  of  war 


O  # 


0  « 


o  e 

i 

♦  © 

o  © 

C  O 


All  causes 


o  * 


Q  0 

rr 

o 

1 

4 

0  0 

•ui 

9  0 

2 

•a* 

2 

©  0 

**»• 

■w* 

•«© 

0  « 

- 

9  C 

mx 

a  o 

MX 

- 

t>  9 

fcatf 

0  0 

1 

1 

0  0 

1 

4 

5 

©  © 

4 

1 

5 

©  © 

•a# 

3 

3 

©  0 

3 

3 

©  © 

14 

13 

27 

e  o 

*«# 

- 

«  « 

1 

- 

i 

0  © 

16 

24 

40 

©  * 

24 

10 

34 

O  0 

4 

2 

6 

0  0 

37 

45 

82 

0  « 

3 

4 

7 

0  c 

8 

6 

14 

0  « 

3 

i 

4 

9  6 

9 

3 

12 

*  9 

4 

i 

5 

C  0 

2 

i 

3 

0  0 

1 

i 

2 

o  © 

4 

i 

5 

©  o 

2 

2 

#  9 

9  0 

1 

1 

9  0 

24 

21 

45 

©  © 

1 

1 

2 

•  0 

3 

2 

5 

©  © 

~ 

o  0 

M 

o  * 

172 

143 

■  -.m  ... , 

320 

FACTORIES  ACT  s  1937. 

Part  I  of 

the  Act 

1  -  INSPECTIONS  for 

purposes  of 

provisions  as 

to  health 

( including 

inspections  made  by  Sanitary  Inspectors); 

Lumber 

Number  of 

Premises 

on 

Written 

Occupiers 

Register 

Inspections 

Notices 

Prosecuted 

(i) 

Factories  in  which 
Sections  1,  2,  o;  4 
and  6  are  to  be 
enforced  by  Local 
Authorities 

33 

63 

i 

(ii) 

Factories  not  in¬ 
cluded  in  (i)  in 
which  Section  7  is 
enforced  by  the 

:iii) 

Local  Authority 
Other  Premises  in 

90 

55 

9 

which  Section  7  is 
enforced  by  the 
Local  Authority 
( e  X  eluding  out- 


worker  * s  premises ) 

9 

- 

mm 

mm 

Totals 

123 

113 

10 

2  -  CASES  IN  WH ICH 

DEFECTS 

WERE  FOUNDS 

Number 

of  cases 

in  which 

defects  were 

Number  of 

found 

cases 

Referred 

in  which 

To  H.M. 

By  H.M. 

prose  cut  ior 

Found  Remedied 

Inspector 

Ins  oe  ct  or 

•L 

were 

instituted: 

Want  of  cleanliness 

(s  .1) 

2 

i 

mm 

Overcrowding  (S.2) 
Unreasonable  tern-- 

- 

mm 

- 

perature  (S.3) 

•M* 

m-m 

Inadequate  ventilat- 

ion  (S .4) 

%■% 

rnmm 

mm 

mm 

Ineffective  drainage 

of  floors  (S.6) 

mm 

Ml 

mm 

m 

Sanitar?/  Conveniences 

(S.7) 

(a)  insufficient 

(b)  unsuitable  or 

3 

1 

mm 

- 

defective 

7 

5 

mm 

1 

(c)  not  separate 

for  sexes 

mm 

M 

Other  offences  against 

the  Act  (not  including 
offences  relating  to 
Out -work) 

3 

1 

1 

1 

Totals 

20 

8 

1 

2 

- — - - i 

PORT  OP  SILLOTH 

.^1,,,^n1,r.».  .  ■».  mm» rm  n«  .  ■<iiii» 

I  am  indebted  to  Mr.  John  A.  O’Connor,,  H.M.  Customs  and  Excise 
Officer,  for  the  following  particulars s- 

STATEMENT  OP  TRADE  FOR  THE  YEAR  1951. 


■  >—«»«■■.  ,  Ml  ...  ,  .. 

Proms 

No*of  j 
ships  2 

— — — , — V—  — . — ■  — , , — — ff --  •.  "  ■ra",~ 1 

Remarks  % 

Republic  of  Ireland  in 
ballast 

9 

To  load  coal  for  Ro  of  I. 

British  Ports  in  ballast 

40 

To  load  coal  and  phosphates 
for  R  •  of  I  and  British 

Ports  o 

 ...  -  , >1  ^  ■■  "HI  *■»  ■■  ■  1 

British  Ports  with  Cargo 

95 

Grain  from  Liverpool* 

Some  of  whom  loaded  phosphates 

Foreign  Ports  with  Cargo 

4 

i  -  .1  ■—*»»«'-  Hiiyiii  '■  <<*>••  ■  i  ■  ■  *"  "!?•-  ■  ■' '  ■"  ■‘f  »!■"■  ■  1  '  1  «*»■ 

Three  @  Antwerp  with  potash# 
One  @  Huelva  -  Pyrites  « 

TOTAL 

148 

Trade  has  dropped  considerably  during  the  past  year.,  and  had  It 
not  been  for  the  exportation  of  phosphates  to  the  Republic  of  Ireland 
and  Northern  Ireland 9  it  would  have  been  practically  half  that  for 
1950  o 

Altogether  thirty  vessels  loaded  phosphates  for  the  R*  of  I# 
and  Northern  Ireland  * 

(Sgd.y  JOHN  A,  0J CONNOR 9 
Customs  &  Excise . 
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REPORT 


on  the 


W or k  Carr le d  Out 


by  the 


Sanitary  Inspectors 


During  the  year 


To  Dr  •  I*S  .  Jones  , 

Medical  Officer  of  Health. 


Sir  , 


The  substance  of  my  Report  is  to 
the  end,  but  I  should  like  to  comment 


be  found  in  the  Tables  at 
on  the  following  points 


In 
O 

of 


still  difficult  to  ensure  the  repair  of  dwelling' 


no 


3 ice  »  This  is  largely  due  to 


the 


excessive 


HOUSINGS  It 
houses  by  service 

cost  of  repairs  and  the  consequent  drain  on  the  revenue  from  current 
rent,  and  partly  due  to  reluctance  on  the  part  of  local  builders  to 
undertake^  this  type  of  work «  Builders  are  much  in  demand  for  other 
types  of  building  work  which  appears  to  be  more  remunerative  • 


Two  applications  for  improvement  grants  under  the  Housing  Act, 
1949^ were  received  during  the  year  and  approved.  At  the  time  of 

writing  one  of  the  jobs  has  been  completed  and  the  other  is  in 
progress  • 


Numerous  Informal  enquiries  have  been  made  concerning  these  grants 
but  the ^ scope  of  the  scheme  seems  to  be  largely  misunderstood.  Property 
owners  imagine  they  can  recondition  sub-standard  property  with  such 
assistance,  wherea s  one  of  the  most  important  conditions  governing 
tne  making  of  a  grant  is  that  the  property  shall  be  in  good  repair 
at  the  time  of ^application.  In  other  words  the  grants  are  designed 
to  foster  the  improvement  of  reasonably  good  standard  property^ 

the  repair  of  houses  remaining  a  statutory  obligation  Incumbent  on 
the  owner. 


SEWERAGEs  Long  outstanding  improvement  measures  to  existing 
sewerage  schemes,  mentioned  in  several  previous  reports,  have  either 
been  attended^ to  or  are  progressing  satisfactorily.  The  Improvements 
to  the  Aspatria  scheme  have  been  completed  and.  the  relaying  of  the  sea 
oubfall^at  Bowness  has  also  been  executed 0  The  long  standing  trouble 
at  Blitter lees  and  Greenrow,  Billoth  is  even  more  serious  than  in 
previous  years,  due  to  the  development  of  the  adjoining  housing 
estate,  but ^t he  engineers  now  have  the  matter  in  hand.  The  sea 
outfall^  project  at  Port  Carlisle  is  ready  to  go  to  tender  and  will 
no  doubt  be  ^  completed  shortly*  Regarding  Wigton,  where  the  most 
serious  position  of  all  exists,  the  prospects  are  more  hopeful  follow¬ 
ing  further  Investigations  by  the  Ministry.  At  long  last  those  In 
authority  are  aware  of  the  dire  need  for  radical  improvements ,  so 
perhaps  developments  of  a- more  positive  nature  will" follow  in  the  not 
too  distant  future. 


Routine  maintenance  work  on  the  twenty  existing  sewerage  schemes 
continues  to  be  undertaken  by  the  mobile  sewerage  squad,  but  the 
Incidence  /** 


TABLE  ONE 

► - a*.  -Jb.  k  ^  .  »■  -■*-  ■  ».  m+m>  • -»■  4  -4 

MINISTRY  OF  HEALTH  STASTICAL  TABLE.*, 

Inspection  of  Dwellinghouses  during  the  years- 

(1)  (a)  Total  number  of  dwellinghouses  inspected  for  housing 

defects  (Under  Public  Health  or  Housing  Acts}  •  «  150 

(b)  Number  of  inspections  made  for  the  purpose  ••  598 

(2)  (a)  Number  of  dwellinghouses  (included  under  sub-head  (L) 

above)  which  were  inspected  and  recorded  under  the 
Housing  Consolidated  Regulations,  1925  and  1932 
(b)  Number  of  inspections  made  for  the  purpose  . .  «• 

(3)  Number  of  dwellinghouses  found  to  be  in  a  state  so 

dangerous  or  injurious  to  health  as  to  be  unfit 

for  human  habitation  *  »  .  • .  12 

(4)  Number  of  dwellinghouses  (exclusive  of  those  referred 

to  under  the  preceding  sub-head)  found  not  to  be  in 
all  respects  reasonably  fit  for  human  habitation  ..  48 


Remedy 


Action 

(1) 


(a) 

(b) 


(5) 

(a) 

(b) 

(o) 

(4) 

(a) 

(b) 


of  defects  during  the  year  without  Service  of  formal  Notices:- 

Number  of  defective  dwellinghouses  rendered  fit  in 
consequence  of  Informal  action  by  the  Local  Auth¬ 
ority  or  their  officers  <>«  o,  52 

under  Statutory  Powers  during  the  years - 

Proceedings  under  sections  9,  10  and  16  of  the 
Housing  *Act  *  1936  s 

Number  of  dwellinghouses  In  res  pet  of  which  notices 
v/ere  served  requiring  repairs  *.  ..  .  .  1 

Number  of  dwellinghouses  which  we re  rendered  fit 
after  service  of  formal  notices 

(i)  By  owners  „  0  ••  <>*  .  .  1 

(ii)  By  Local  Authority  in  default  of  owners  •  ♦ 

Proceedings  under  Public  Health  Act  s 
Number  of  dwellinghouses  in  respect  of  which  notices 
were  served  requiring  repairs  1 

Number  of  dwellinghouses  in  which  defects  were  remedied 
after  service  of  formal  notices  s 

(i)  By  owners  #o  •«  . •  .»  •• 

(ii)  By  Local  Authority  in  default  of  owners 
Proceedings  under  sections  11  and  13  of  the  Housing 
Act  1936  : 

Number  of  dwellinghouses  in  respet  of  which  Demoli¬ 
tion  Orders  were  made  . .  . *  .♦  ..5 

Number  of  dwellinghouses  demolished  in  persuance  of 
Demolition  Orders  . .  ..  ,  •  *.5 

Number  of  dwellinghouses  in  respect  of  which  under¬ 
takings  were  accepted  by  the  Council  * •  . .  1 

Proceedings  under  section  12  of  the  Housing  Act, 1936  00 
Number  of  separate  tenements  or  underground  rooms 
In  respect  of  which  Closing  Orders  were  made  ••  3 

Number  of  separate  tenements  or  under  ground  rooms 
in  respect  of  which  Closing  Orders  v/ere  determined, 
the  tenement  or  room  having  been  rendered  fit 


•  • 


4. 


Housing  Act ,  1936  -  Part  IV.  Overcrowding  % 


(1) 

(2) 

(3) 


(a)  Number  of  dwellings  overcrowded  at  the  end  of  the 
year 

(b)  Number  of  families  dwelling  therein 

(c)  Number  of  oersons  dwelling  therein 

Number  of  new  cases  of  overcrowding  reported 
during  the  year  « •  •  • 

(a)  Number  of  cases  of  overcrowding  relieved 

during  the  year  «  •  •  • 

(b)  Number  of  persons  concerned  in  such  cases 


58 

76 

310 

27 

14 

92 


T  I  B  LE  TWO 


SUMMARY  CP  INSPECTIONS  AMD  VISITS  . 


0  o 


O  0 


o  o 


Housing  Act,  1936,  Inspections 
Housing  Act,  1949,  Inspections 
Public  Health  Act,  1936,  Inspections 
At  Houses 
At  other  premises 

Pood  &  Drugs  Act,  1938,  Inspections 
Pood  Preparat  ion  Room; 

Bakehous  es 
Ice  Cream  Premises 
Public  Abattoir 
Milk  8c  Dairies 
Unsound  food  in  shops 
Pcod  shops 
Markets 

Knackers  Yards 
Pood  Poisoning  Outbreak 
Council  Property 
Sewerage  Schemes 

Sewers^ and  Drains  examined  and/or  tested 
Factories 
Building  Byelaws 

Town  8c  Country  Planning  Act,  1947,  Inspections 
New  Housing  sites 
Refuse  tips 
Schools 

Public  Conveniences 
Work  In  progress 
Inspection  of  new  houses  in  course  of  erection 
Housing  applications  investigated 
Building  licences  investigated 
Infectious  disease  Inquiries 
Disinfection  of  premises 
Rodent  Control 
Petroleum  Acts 
Camping  Sites 
Public  Baths 
Cemetery 
Rag  Flock  Act, 


©  o 


•  0 


©  o 


o  o 

©  0 

O  0 


0  o 

©  o 

o  o 

0  O 

0  0 


©  0 


o  o 


0  © 

0  0 

0  © 

0  O 

©  © 

0  © 

o  O 

0  o 

o  o 

0  o 

o  o 

o  a 


©  © 

0  o 

O  0 

0  © 

0  0 


0  0 


o  © 


0  o 


o  © 

©  o 

©  O 

0  0 

o  0 


0  O 

o  o 

•  o 

0  0 

o  o 

0  © 


o  o 

Q  0 

0  0 

o  © 

o  © 

o  © 

o  o 

o  o 

o  o 

©  © 

0  0 

o  o 

O  0 

o  o 

0  o 

0  © 

0  o 

o  o 


O  O 


©  © 


o  o 


©  © 


©  © 


0  0 


o  © 


0  Q 


©  o 


o  o 


©  o 


0  © 


0  o 


•  o 


0 

© 

© 

o 

0 

0 

© 

© 


o  o 


©  © 


o  o 


O  0 


0  o 


o  © 


268 

115 

48 

55 

88 

321 

48 

38 

36 

114 

3 

3 


0  o 


330 

31 

383 


754 


545 

295 

447 

117 

583 

317 

157 

95 

35 

54 

324 

459 

698 

28 

50 

3 

47 

13 

46 

3 

12 

1 


1951 


0  O 


TABLE  THR  E  E_._ 

WORK  CARRIED  OUT  AND  IMPROVEMENTS  EFFECTED 

_  —  ^  ■—  „ _ _ _ _  ...  .»  - - 


0  0  0 


0  0  0 


Conversions  to  water  carriage  system 

By  way  of  septic  tanks  «oo  ***  54 

Connections  to  Councils  sewers  a  ^ 

Minor  Structural  alterations  and  improvements  to  Council  houses 
Major  structural  alterations  and  improvements  to  Private  Property 
Additional  houses  constructed 

Entirely  new  construction  -  private  enterprise 
Entirely  new  construction  -  local  authority 
Conversions  from  other  buildings  ~  private  enterprise 
Major  structural  repairs  and  improvements  to  other  premises 
To  business  premises 


To  factory  premises 
To  public  buildings 
To  farm  premises 


oca 

a  ft  ft 
ft  o  » 
0  ft  o 

0  0  0 


To  school  premises 
Baths  provided 

Washbasins  and  sinks  provided 
Water  closets  provided 
New  ranges  and  grates  provided 
Hot  water  laid  on 
Ashbins  provided 
Electricity  installations 
New  drains  laid 
New  byres  built 
New  dairies  built 

Existing  byres  and  dairies  renovated 
Barns,  etc*  erected  *  <>  <> 


©  o  o 


a  o  o 

0  ft  ft 

0  0  0 

ft  0  o 

0  0  0 


ft  0  o 

ft  0  0 

0  S  ft 

0  o  ft 
ft  ft  o 

6  6  0 

o  ft  e 
ft  6  » 

ft  o  o 

o  a  « 

oao 

o  a  « 

ft  0  0 

6  6  0 

9  0  0 

ft  6  O 


ft  ft  ft 
ft  0  0 

ft  o  o 

ft  0  0 

ft  0  0 

ft  o  o 

ft  ft  0 

ft  0  ft 

ft  a  o 

ft  0  ft 
ft  o  a 
0  9ft 
0  0  9 
0  0  0 
O  0  0 

9  0  0 
»  o  o 


0  0  0 


New  garages  built 
Private  petrol  pumps  installed 
Additional  Sanitary  -a c c rymmodat .-i on  at  Public  Buildings 


ft  0  0 


ft  «  ft 
0  0  0 


11 

108 

4 


11 

18 

4 

6 

4 


68 


419 

66 

123 


43 


25 

86 

96 

39 

38 

10 

20 

68 

8 

6 

3 

3 

13 

3 

4 
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TABLE  POUR 

i - - -  r  r  -  -•  r-  -i—  -r  r- 

S.WARY  OF  NOTICES,  SERVED  , 


Statutory  % 


Served  Complied  with 


Public  Health  Act,  1936,  Section  93  „ •  1 
Housing  Act,  1936,  Section  9  . •  1 

Inf ormals 


Public  Health  Act  *  1936 

♦ 

Housing  Act,  1936 
Food  and  Drugs  Act,  1933 
Factories  Act,  1957 


o  o  1  01 

o  o  30 
0  0  4 

7 


1 

98 

23 

r~r 

O 

7 


a 


TABLE  FIVE. 


SYNOPSIS  OF  WORK  CARRIED  OUT  AT  T.BS  PBBLIC^KATT^OIS 


!*”  - - - -  - - - - 

J. 

i 

Cattle 

exclud¬ 

ing 

C  ows  s 

Cows  t 

j 

Calves  i‘ 

Sheep 

and 

Lambs 

_ u — -  — < -A- 

Pigs  s 

f 

'f  Number  killed 

628 

387 

225 

3332 

179 

Number  inspected  «,<> 

628 

387 

225 

3332  ; 

179 

ALL  DISEASES  EXCEPT 
TUBERCULOSIS 

Whole  Carcases  condemned 

13 

27 

■ 

72 

152 

8 

Percentage  .  *  *  o . » 

2  .1 

6,9 

32  «2 

4,5 

; 

4,5 

Carcases  of  which 
some  part  or  organ 
was  condemned  • 

276 

183 

;  8 

! 

298 

;  22 

Percentage 

43  *9 

47.3 

3.5 

9,0 

12.3 

TUBERCULOSIS  ONLY 

Whole  Carcases  condemned 

4 

9 

3 

:  Percentage 

0  «6 

2,3 

1.7 

-  * 

Carcases  of  which 
;  some  part  or  organ 
was  condemned 

26 

91 

»M» 

9>=* 

11 

.  r 

Percentage 

4.1 

i 

!  23,5 

? 

*4 

a-4 

6 « 1 

o 


TABLE  SIX 
SHOWING  THE  PRINCIPLE  GROUNDS  OF  C  OMDEMNATI ON 

AT  THE  ABATTOIR 


• 

Bovine 

lbs  a 

Calves 

lbs  * 

Sheep 

lbs  * 

Pigs  1 

lbs  o 

Abscesses 

U  0  £j 

126 

12 

56 

it 

Actinomycosis  „oo 

9  0  0 

22 

20 

- 

1 

••4 

Anaemia 

#0  0 

123 

«- 

Angioma 

0  0  0 

1941 

w 

- 

Arthritis 

p  0  0 

119 

*■* 

64 

35 

Bruising  and  Injuries 

0  0  0 

3392 

37 

618 

71  . 

Cirrhosis 

4  0  « 

4335 

Decomposition 

•  0  0 

•ua 

75 

•u4 

12 

Emaciation 

0  0  0 

5661 

•*■4 

2437 

68 

Fevered  Condition 

0  0  0 

4533 

365 

0-4 

Imperfect  Bleeding 

0  0  0 

*** 

864 

- 

Johnes  Disease  0 c „ 

0  0  0* 

460 

■4 

Liver  abscesses  00« 

0  0  0 

«• 

*vt 

52 

- 

Malnutrition 

»  «  0 

1461 

506 

•  4 

Medicine  Taint 

0  0  4 

518 

%-at 

Moribund 

0  9  % 

a-* 

46 

680 

Nephritis 

9  0  0 

22 

♦*4 

m-* 

Oedema 

0  O  0 

1650 

239 

850 

74 

Parasitic  „0* 

0  0  0 

•** 

367 

9 

Pleurisy  and  Pneumonia 

0  0  0 

20 

14 

314 

113 

Putrefaction  ooe 

0  0  0 

207 

102 

576 

Pyaemia 

O  0  0 

amt 

141 

- 

M 

Septicaemia  *  0 0 

0  0  0 

2363 

65 

73 

184 

Septic  Mastitis  *  ,  „ 

0  0  o 

342 

Tuberculosis 

0  0  o 

8816 

•at 

*— • 

392 

Urticaria  oo„ 

4  0  0 

195 

88 

Uraemia 

9  0  0 

** 

•*4 

346 

— — . — — ^ 

Totals  s  -  o  c  o 

9  0  0 

34827 

2110 

7471 

1968 

TAB 

L  E  S  E 

V  E  Ho 

PART IC  ULARS  OF  S 

'OODSTUFFS 

_  C  ONDEMNED.  AS 

UNFIT.  FOR 

HIJMA  N  C  0  NS  TIMET  I  ON  AT  PLACE 

*  >r-  |>  iff  -  -r-  ■  -*  i-.A-.-t i3rinm> ^  -  if--  ^ 

S  OTHER  THAN.  1 

THE  PUBLIC. 

ABATT  OIR. .. 

Beef 

0  6  9 

0  0  0  6 

«  o  e 

646  lb s  o 

Ham 

<>0  0 

0  0  O  0 

0  0  0 

14f  . l! 

Bacon 

9  0  0 

0  0  0  0 

0  0  0 

280-g  tt 

Canned  Meat  * o 

O  0  c  o 

00  0 

45 9f  ” 

\i 

Milk  o  o 

0  0  0  A 

0  0  9 

124  Pints 

u 

Vegetables  o  • «  • 

0  0  0 

124  Its  . 

t? 

Fish  . „ 

0  0  0  0 

9  0  0 

25|  " 

?? 

Fruit  o  o 

oooo 

0  0  0 

591  ” 

t? 

Soup  o  o 

0  0  0  0 

9  0S 

15  H 

t? 

Spaghetti  ooo9 

0  0  0 

"l  S? 

Wet  F 

ish 

(5000 

O  0  0 

4  stones 

Chocolate  Teaca 

kes  o  o  o  o 

0  C  0 

24  tins  o 

Toffe 

es  and  Chocolates o* 

COO 

17 1  lbs  . 

Wine 

G-ums  o  o  6 

0  0  0  0 

o  o  o 

TJ  W 

Table 

Jellies 

6  0  0  0 

0  0  9 

01 

CD 

tH:-* 

Approved s 


Rejected? 


TABLE  EIGHT* 

WV-^. .-uO—  IJ»  ■  «i  ■  •■  .■»■**  ■*»»■»■  '+'»'*■  i  <*  ^  '  < 

PART IC TEARS  OP  PLANS  FORMALLY  SUBMITTED. 

«  n^-  -  ^  ^  -  A—  ^  <vm  ,-f  fi  '  ~  ■  ^  .  l"  ■  f»  i  »  Ai  >  *  •■  'i4  >♦■  *— ,“’  *  A*  •  < 


0  0  0 


0  0  0 


coo 


Few  dwellinghouses 
Additions  and  alterations  to  dwellinghouses 
Buildings  converted  to  dwellinghouses 
Layouts  relating  to  new  dwellinghouses 
Conversion  of  dwellinghouse.’into  four 
s?  ??  s?  j?  three 

Si  }?  i?  ?! 


0  0  0 


0  o  o 


two 


0  0  0 


?? 

S! 


S? 

S? 


two  dwellinghouses  into  one 
four  dwellinghouses  into  two 


ooo 


o  o  * 


ooo 


ooo 


ooo 


o  e  o 


ooo 


ooo 


Garages  and  outbuildings 
Temporary  holiday  bungalows 
Renewals  cf  temporary  holiday  bungalows 
Village  halls  o**  *00 

New  cowsheds  and  dairy  buildings 
Conversion  of  f armbuildings  to  cowsheds 
Dutch  barns 

Implement  storage  sheds 
Granaries 

Alterations  and  additions  to  schools 
Alterations  and  additions  to  factories 
Alterations  and  additions  to  shops 
Conversion  of  room  in  house  to  shop 
Conversion  of  one  shop  into  two  shops 
Conversion  of  dwellinghouse  to  shop  and  store 
New  bakehouse  and  shop 
New  potato  washing  room 
Installation  of  shop  window 
Alterations  and  additions  to  public  buildings 
New  offices 
New  changing  rooms 
Memorial  Pillars  at  Church 
Caravan  for  use  for  religious  worship 
New  covered  repair  bays 
Petrol  pumps  and  storage  tanks 
Overhead,  electricity  supply  lines 
Fire  stations 
Pumping  Stations 
Sewage  Disposal  Works 
Sea  defence  works 

Formation  of  new  access  to  highway 


ooo 


ooo 


OOO 

o  o  o 
ooo 


ooo 


0  0  0 


ooo 


ooo 


ooo 


ooo 


•  09 


ooo 


ooo 


ooo 


ooo 


ooo 


ooo 


ooo 


coo 


ooo 


ooo 


•  CO 


ooo 


ooo 


0  O  0 


OOO 


coo 


coo 


OOO 


O  O  0  - 


ooo 


ooo 


ooo 


ooo 


ooo 


ooo 


ooo 


O  t  0 


O  0  0 


OOO 


ooo 


ooo 


coo 


ooo 


27 

33 

6 

3 

1 

1 

3 

3 

1 

26 

12 

8 

2 

23 

1 

10 

3 

1 

9 

6 

1 

2 

1 

1 

1 

1 

1 

2 

1 

1 

1 

1 

1 

6 

9 

2 

1 

1 

1 

3 


Petrol  pumps  and  storage  tanks 


v 


TABLE  NINE. 


COMPARATIVE  TABLE  SHOWING  WEIGHT  OF  WASTE 


PAP  ER  S A LV A  G ED 

»  - >.  a  ill  uwjfn  i  iH-it  1-  — 


Year 

- f - - - - - "TT- 

Tons  o 

Cwts  o 

1941 

«  o  0 

<9  0«f 

74 

11  ■’ 

1942 

OOP 

«  0  o 

158 

10 

1943 

«  «  6 

P  0  0 

131 

12 

1944 

0  0  0 

0  0  0 

131 

17 

1945 

s 

COO 

0  0  O 

80 

r 

3 

1946 

6  0  0 

0  0  0 

104 

6 

1947 

0  0  6 

COO 

77 

7 

1948 

«  o  0 

coo 

105 

i 

3 

1949 

0  0  6 

0  0  0 

117 

13 

1950 

6  0  0 

0  0  0 

91 

10 

1951 

0  O  6 

0  6  0 

102 

14 

■  ■ 

•  i - ■*•  -  ■■■--•  ■■■  -  ■■■ - 

!  Totals 

} 

4 - — — • — * — — 

-r.,  . »  -V— 3  .<  ■>""  0 

1175 

1 

6 

I  am ,  S  ir  , 

Your  obedient  Servant, 

ROBT.  C.  BLACKBURN. 

Chief  Sanitary  Inspector  and 
Sanitary  Surveyor. 


\ 


